ees Journal 


SUPPLEMENT - January 1954 





INDEX TO VOLUMES 178 AND 179—1953 





Authors are indicated by CAPS AND SMALL Caps 


Two October issues are designated “Oct 1 (Handbook issue)” and “Oct. 15.” 


TT, AMos H 
Accounting, Columbia’s electronic equipment 
simplifies and speeds huge operations 


American Gas Association 
—Attention to dealer’s role dominates sales 
conferences 
—Dealer sales program completed by 
—Eight awards given at convention 
—Gas utility service policies summarized in 
survey 
—is St. Louis-bound 
—Old stove round-up finishes with new highs 
in cooperation and sales........... 
—Person, Charles W. retires............. 
—readies three sets of conferences........ 
—sales promotion program for 1954 de- 
signed to aid utility merchandising. . 
—seeks broad industry support for expanded 
public relations program 
—Utility gas service in South surveyed by. . 
American Gas Handbook issue 
Appliance merchandising (see Merchandising) 


Bacterial attack on buried piping regarded as 
serious cause of rapid corrosion—Carl G. 
Deuber 
—Part 
SN Sa ts aves ears a dred aie ok Pha a. os 8 sya. 

Bennett, Charles E., retires from Columbia Gas 
System 

Borger, Edward M.., retires from Peoples Natural 

Brick industry, natural gas improves product and 
cost in—Christopher G. Hobson 


Capacity credit method, new, provides for alloca- 
tion of costs in gas systems—Hans E. Nissel 


Cathodic protection 
CHADWELL, S. A 
CHAVE, CHARLES T. (with Bradford C. White). . 
Combustion tube, small portable, for Orsat type 
of gas analysis apparatus—Myron L. Rob- 
inson 
Commercial cooking in New Orleans—John D. 
Haverkamp 
Communications 
—in gas industry; expanding scope, precision 
and dependability—Hilding H. Carl- 
son 
—cCustomer relations enhanced by high 
speed telephone center at Con Edison 
m Companies, articles about 
—American Meter Co. starts promoting gas 
to appliance-buying public 
—Brooklyn Union Gas Co., meter shop dry- 
cleaning machine—George E. Griffin 


Issue 


Jan. 


Sept. 


Oct. 


June 
July 


Nov. 


June 
Oct. 


Jan. 
June 
Apr. 


Chattanooga Gas Co. rolls appliance 
showroom to customer’s door 
Citizens Gas and Coke Utility, tractor- 
trencher advantages shown by 
—Columbia Gas System, electronic equip- 
ment in accounting 
—Consolidated Edison Company of New 
York, telephone center 
—East Ohio Gas Company’s exhibit wins 
first prize in home show 
—E|] Paso Natural Gas Co. uses pipeline gas 
for compressor engine fuel 
Houston Natural Gas Corp., 1953 ap- 
pliance merchandising—L. Proctor 
Thomas 
—Laclede Gas Co. applies network analyzer 
to design calculations for distribu- 
tion system—Edwin F. Trunk 
—Laclede Gas Co. has big cooperative mer- 
chandising display in parade of kitch- 
ens 
Long Island Lighting Co. installed and 
protected underground propane tanks 
—William F. Seewagen 
-Milwaukee Gas Light Co., eyes and ears 
of public considered in station de- 
signs 
—Minneapolis Gas Co., beat the problems 
of uniform gas flow—P. W. Kraemer 
—Natural Gas Storage Co. of Illinois 
—New Orleans Public Service, Inc., com- 
mercial cooking—John D. Haver- 
kamp 
—New York & Richmond Co. converts 24% 
of househeating leads to sales...... 
—Philadelphia Gas Works drives sleeve for 
30” main under busy street 
—Philadelphia Gas Works, manufacturers, 
dealers unite for incinerator drive. . 
—Portland Gas & Coke Co., estimating day 
and hour demands for design and 
operation of distribution system— 
Ronald T. Miller 
* —Portland Gas & Coke Co., improves leak- 
age detection in public safety pro- 
gram—Vernon W. Harper 
—South Carolina Elec. & Gas Co. reviews 
3 years of high-Btu oil gas—John 
Sholar 
—United Fuel Gas Co., acidjzing natural 
i PE Cos oy ins aS we ee le 
—United Gas Pipe Line Co., tells Gulf South 
story to industry of Nation 
—Worcester Gas Light Co., LP plants— 
John L. Turnan 
Compressor station, El Paso uses pipeline gas 
for engine fuel 
Construction throughout South includes vast gas 
sales potentials 
Corrosion 
Bacterial attack on buried piping regarded 
as serious cause of—Carl G. Deuber 
Part 
SEE grep years << eee ee 
—Dependable data in short lab soil test... 
—Methods of controlling 


Issue 


May 


Mar. 


Sept. 


July 


Apr. 


Nov. 


May 


Mar 
Oct. 
Oct. 


31 
23 


“15 42 


] 


137 








—Polyvinyl chloride tape approaches ideal 
material for pipe protection—George 
M. Carter, Jr. and T. J. Skotnicki 
—Soil rate measured electrically 

Corrosivity, soil, test of.......... 

Costs, allocation of, in gas systems, new capacity 
credit method provic.s for—Hans E. Nissel 
—Part | 
a ee 

Customer relations enhanced by high speed tele- 
phone center at Con Edison 


OE <a ere 
Development program holds top AGA conven- 
Ee Are ee 
Dispatchers meet and master full range of de- 
livery problems—S. A. Chadwell. 
Distribution systems 
—Cathodic protection..... 
—Control of dust in—John H. Glamser 
—design calculations for, Laclede applies 
Mcliroy network analyzer—Edwin 
SE Sn cisaacen’s 
—Drycleaning machine combats meter shop 
problem in conversion to natural gas 
—George E. Griffin..... 
—FEstimating day and hour demands for de- 
sign and operation of—Ronald T. 
ES 
—Fog flow, uniform, how Minneapolis Gas 
Co. beat the problems of—P. W. 
COROT COTES 
—Foggers, oil, design and operation of 
—Heating value of mixed utility gas stabi- 
lized in new unit—Robert A. Schoger 
—How peak shaving provides benefits- 
Charles T. Chave and Bradford C. 
I Rte cog aa big nia Gh uae ad 
—Leakage detection, how gas co. improves 
—Vernon W. Harper........ 
—Odorization, testing and records help de- 


termine adequate rate—Amos H. 
5 PE OS 
—LP plants have future use in John L. 
a 5 
DOTTERWEICH, FRANK H.... 


Editorial—Elliott Taylor 
—For more facts.......... 
—Stand up and be counted 
—Bureaucratic blunders. 
—A slow start....... Re: 
—Dead center............ 
—The Pennsylvania coal grab 
—No time for the timid. . 
—Watch out for the mouse. 


— Sitting Ea 
—The big boost.......... 
—New language needed. 
Editorial, guest—Charles B. Gamble. 
Equipment and appliances, gas industry, manu- 
facture of, a growing Southern activity 
Exploration-production for oil and gas at 
highs 


new 


FaLvey, JOHN F. (see Financial) 
Financial—John F. Falvey 
—Common stock money during 1953 seen 
as competitive consideration . 
—Corporate bond market expects increase 
in interest rates........... ; 
—Ample funds in prospect for utility ex- 
pansion at higher interest. 
—Utilities paying bigger dividend propor- 
tion than other industrials 


Issue 


July 


Mar. 


Oct. 


Oct. 


Nov. 


July 


Aug. 


Apr. 
Oct. 
Oct. 


June 


Dec. 
July 


Jan. 


Sept. 


Jan. 


Jan. 
Feb. 


Mar. 


Apr. 
May 
June 
July 


Aug. 
Sept. 


Oct. 
Oct. 


Nov. 


Dec. 
May 


May 


Feb. 


Jan. 


Feb. 


Mar. 


Apr. 


15 


15 
15 


Page 


14 
16 
142 


16 
16 


139 
42 


pod fem fem frum fem ted am AD feed feed bet 
WAAwwwwwwww 


13 
24 


38 


—Vigilance is watchword of lenders and 
borrowers as interest continues climb 

—Bond market still in doldrums......... 
—Markets still in a state of flux.......... 
—Bond market recovering from jitters.... 
—Steady bond market is anticipated 
—Bond market improving rapidly 
—Skies bright for bond financing 
—Bond market continuing strong 
UENO Bohs 5 0c Vika Phe wa eee we chews 
Fog flow, uniform, how Minneapolis Gas Co. 
beat the problems of—P. W. Kraemer 
Foggers, oil, design and operation of 


GAMBLE, CHARLES B 


Gas Fundamentals (American Gas Fundamen- 
tals) 
—Chemicals from gas—Frank H. Dotter- 
RSE 5. a Gee ans pie ee 
—Natural gas reserves—Ernest E. Roth... 
—Glossary of gas industry terms—Robert 
M. Poe 
aM 5.5 id wise hth 034d Rew iee pase w 458 
ee IS eer ae 
Se sere Payee 
095) Ss 5b. d clk ha orcas C8 
co | SEIS Ps SE Sp oa re 
—Natural gas conservation—Ernest O. 
ER an eee 
—The competitive fuels—Oscar F. Spencer 
MM IN ask See foi Gae ol Gace" Sam oP ial Bp a 
I SR i Sate Nl Sees ANS tae ig 8 
—Underground storage of natural gas— 
4S eee 
—Communications in the gas industry— 
8 ee ee en 
Gas industry seems determined to battle some 


of its major problems this year—Hilding H. 
CRIN Sais Ae Se oe ete \oiaic mie sk qed ha inde 
Generator, concentric catalytic, design improved 
—Virgil Stark 
Ca Elio ole aisha ois ty A deat sane 
Glasswave heating, gas cuts costs in half and 
doubles production—Everett V. K. Schutt. . 
GRIFFIN, GEORGE E 


Handbook (American Gas Handbook) issue... . 
COA, WINN Nos ia are S asc buaweadc de 
REM, DONG Wie Se SS ce A ede ewe 
Heating value of mixed utility gas, new unit 

stabilizes—Robert A. Schoger............ 
High-Btu oil gas, South Carolina Elec. & Gas Co. 

reviews 3 years of—John Sholar 
HoBsON, CHRISTOPHER G 


Industrial application 
—Strip annealing is high-speed, continuous 
in direct-fired radiant-gas mill equip- 
ment—Charles A. Turner, Jr....... 
Industrial combustion engineering problems re- 
viewed at New England Gas Association 
RES ey cos er a ae ae 
Interchangeability of various gases............ 
Inventors in gas industry are urged to study and 
follow patent requirements—E. Wellford 
EE ncna-s's sane sam eek Pek oo as 3% A 


KRAEMER, P. W 


Leakage detection, how gas co. improves, in 
safety program—Vernon W. Harper...... 


Issue 


May 
June 
July 


Aug. 
Sept. 


Oct. 


Nov. 


Dec. 
July 


Oct. 
Oct. 


May 


Jan. 
Feb. 


Jan. 


June 
May 


July 


Aug. 


July 
May 


June 


Aug. 


Jan. 


Apr. 
Oct. 


Feb. 


July 


> 


15 


1 


4 


a” 


—MrNNNNNMNNhN bh 
2 i—t 


to 


wh 
~ o> 


NNNwWh 
traAwwe sl 


a 
} 


Nr 
‘mw 


21 


~ 


42 


18 


129 


- 


ge 





> 


14s 


Ii— ry 


— 
wa 


=NMNNNNMYMWNh bh 


Io Hvar 


os 

_ ? 
A) 
— 

» x 


to 


wh 


NNNwWwhN 
« 3 


Aawe 


P= 
—! 


Nh 
‘Aw 


15. 29 








.egal—Leo T. Parker 
Basic familiarity with rate problems held 
I iia See Macs airs Ane h iota alates 
—Variety of gas industry responsibilities 


shown in recent court decisions... 
—Gas company liability shown in unusual 
BEE WINE a. 0 ounce te wibie tile, <: wo.6 
—Variety of gas utility legal questions 
answered by court decisions....... 
—vVariety of gas questions in court decisions 
—Dealers and manufacturers cautioned on 
sales-contract entanglements...... 
—Gas utilities advised on service area ex- 
IR 6 56 Osc fin Sok aa os 
—Decisions on rate-making reviewed. 
ee AO ne Oe ere 
LP plants have future use in utility systems 
PO. Ek. EMOMOR ci lad Mad cweebawes 


Deemee, ©. WREEPORD. 25. i. ics cs sscsacaa 
Merchandising (American Gas Merchan dising) 
—Action luncheon steals the show........ 
—AGA sales promotion program for 1954 
designed to aid utility merchandising 
—American Meter Co. starts promoting gas 
to appliance-buying public......... 
—All-gas in four-way promotion of high- 
cost Philadelphia homes........... 
—Appliance merchandising, Houston Nat- 


—Chattanooga Gas Co. rolls appliance 
showroom to customer’s door...... 
—Commercial appliances get boost in co- 
ordinated Fall promotion.......... 
—Consumer-appeal, new approach to, in 
Universal’s dishwasher-in-range.... . 
—Chambers adds broiler-burner unit to 
built-in gas cooking equipment..... 
—Conference plugs gas ranges to editors 
with 55%-million consumer circula- 
NP re Ot > Se 
—Dealer sales program completed by AGA 
—East Ohio Gas Company’s exhibit wins 
first prize in home show.......... 
—Gas industry program gets GAMA pri- 
GONE. vcpiew Mei eds awa ie 
—Homemakers’ 


—TIndustry launches sales and public service 
development program............. 
—Laclede has big cooperative merchandis- 


—Manufacturers-dealers-utility unite 
Philadelphia incinerator drive...... 
America contest for 1954 will be 
gas industry promotion—exclusively 
—New York & Richmond Co. converts 24% 

of househeating leads to sales...... 

—‘Operation Sales’ starts in April with sup- 
port of GAMA range division. ..... 

—Pattern for profit gives utilities full plan 

for continuous merchandising...... 

—Servel opens on Broadway—musical show 
gets to hearts of distributors and 

I 46, = 5.5 Ke Ria Nas 4 Ronin 19,89, 

—Servel promotes 1953 appliance line with 
million-dollar musical shows....... 

—Strong finish seems certain for carnival of 

cooking 

Meter shop, drycleaning machine combats prob- 

lem in conversion to natural gas—George 
NES Soo 4 cb hepa eke Pek 40 4% 
CED Wiens ve navass wiadkoaeeeee os 


—Mrs. 


Natural gas 


—Chemicals from gas—Frank H. Dotter- 
ON ee ee en 
—conservation—Ernest O. Thompson..... 


—Exploration-production for oil and gas at 
CONS cos haa Ke 2 oS dee owe Ferns 


Issue 


Jan. 
Feb 
Apr. 


Aug. 
Sept 
Oct 
Nov 


Dec. 
Mar. 


Sent 


Feb. 


Nov. 


Dec. 
Oct. 
Apr. 
May 


May 


Aug. 


Jan. 


Feb. 


June 
July 


Apr. 


June 


July 


June 


Dec. 


Oct. 


Nov. 


Jan. 


Mar. 


Sept. 


Feb. 
Jan. 


July 


Aug. 


Apr. 


Jan 
May 


Page 


20 


20 


a4 


69 
75 
45 
43 
46 
40 
45 
47 
43 


46 


™m 


60 
46 


45 


Issue 

Regulation, Federal, of producers thrown 

into new confusion by Phillips de- 
cision—Joseph E. Finley........ July 
reserves—Ernest E. Roth............. Feb. 
reserves up 3%—production up 8.4°%%.... Mar. 
Underground storage—Ernest E. Roth Oct. 

wells, acidizing limestone formations in- 
creases production rates of........ Aug. 

Network analyzer, Laclede applies to design cal- 
culations for distribution system—Edwin F. 

A I aE ea rt eee Ne ee Sept. 

New England Gas Association 

Industrial combustion engineering prob- 
lems reviewed at school........... Apr. 
membership and meeting attendance hit 
NO ES oat ics baa eee c nee Apr. 
New Orleans: an old gay city on the River...... May 
I SP ia os re ts. evn dienn. 6 #19 ise kare bees Oct. 
Eh TORE Ee Sy en ee Nov. 

Northwest, 2 gas company presidents take op- 
posing stands on prospective reserves...... July 

Obituaries 

SO rae ae Feb. 
—Marr, Cameron Cardoza...........sere July 
ear May 
a Oct 
Sole diosa o Siw 2 lb iw Skin Nov 
BY, Ee rer rr ee Sept 
I Ml DO o go docs wie 0 eo op alae Oct 
SM sf a6sp dS 0.0 a0 se ona @ Sept 
eI I on ca. 9:66 Ssaie's wind use w a'nle'e Dec 
RN RIE occ ese a eee owe Sept. 
LN se cy. 05 wl oso wd x 0 8 sho bs June 
nn. kas wo elecca ln oe ae July 
ee June 
EE Ms 5.5 so 910k bdo 6 eo oie June 
Sy, SR Pe rr Oct 
we DS July 
a July 
I IIE as osc oss o sina e nese Nov 
aS re ee ee June 

Odorization, testing and records help determine 
adequate rate—Amos H. Abbott.......... Jan. 

Pacific Coast Gas Association celebrates diamond 
pared ant a dia ie ae ee Slide b pigs Xa Oct. 

PaRKER, Leo T. (see Legal) 

Peak shaving, provides benefits for natural gas 
distribution systems—Charles T. Chave and 
SURI iia IIS <5 1.6 Ginie.d on oes epee Dec 

Pennsylvania, Kent bill; gas companies, GAMA 
OR Ie GI Fg 6 ois Soon o caicien es Aug. 

pH, measurement of, in soils and water........ Oct. 

Pipe protection, polyvinyl chloride tape ap- 
proaches ideal material for—George M. Car- 

Sot. or. Oe B.. Fs: WOME ce eck ews July 

, ge a eS ecru se yaa Mar. 
SE SP eT ET Een ee ey eee ee Apr. 
me, Liebe Bs Rees +26 kee RR EES wee. Aug. 
Re a AE ee RaW sing i ile weed ae ceed ws Sept. 

OP Pe eet OE RE te oo Me ED ely Nov. 

Propane tanks, underground, how Long Island 
Lighting Co. installed and protected—Wil- 
Re SN 5.45 0055 pues eee me baw Nov. 

Public relations 
—AGA seeks broad industry support for 

expanded program..........2+-.. Jan 
Eyes and ears of public were considered 

by Milwaukee Gas Light Co. in sta- 

Gee. IG os vn aed oeue edness Feb. 

Radiant-gas mill equipment, strip annealing is 
high-speed, continuous in—Charles A. 
Mes ree as aes Genie aad Ate eee Jan 

Regulation, Federal, of natural gas producers 
thrown into new confusion by Phillips de- 
cision—Joseph E. Finley................ July 

Remote control and telemetering.............. Oct. 


14 


16 
140 








ROBINSON, MyYRON L....... 
Rorn, Ennesr E.......... 





Safety 

—and safe practices for operating gas utili- 
ties—W. H. Adams... 

—How gas co. improves leakage detection 
in public safety program—Vernon 
=. erper........ 

—Making cutouts on large low-pressure gas 
mains—H. T. Libby 





Sales (see Gas Merchandising) 
SCHOGER, ROBERT A....... 
SCHUTT, Everett V. K.... 
SEEWAGEN, WILLIAM F.... 
Service, customers’ appliance 
—Customer relations enhanced by high 
speed telephone center at Con Edison 
—utility policies summarized in AGA sur 
Le 
TE See ee ee 
SKOTNICKI, T. J. (with George M. Carter, Jr.) 
Southern Gas Association 
—4Sth annual convention stresses sales con- 
siderations EEE 
—4S5th meeting has record attendance and 
well-rounded program.... 
Southern gas industry, chronology of- 
ES ne 
SPENCER, OSCAR F.......... 


Robert 


Issue 
Mar. 


Feb. 
Oct. 


Oct. 


July 


Mar. 


June 
July 


Nov. 


July 
June 


Oct. 
July 


May 
June 
May 


June 
July 


Page 


14 
30 
29 


10 


16 


18 


16 
20 
14 


25 


By WO ecco a se 5 eo ed ios oe Pn ened 
Storage of gases, considering deviations from 
CA IN gigas a Wrayal diovan eS ior iiwidhiwa's es 
Strip annealing is high-speed, continuous in di- 
rect-fired radiant-gas mill equipment— 
Charles A. Turner, Jr 
SUTTLE, ROBERT R 


JAYLor, ELLiott (see Editorial) 
Technical data and information, American Gas 
a ea rr 
Technical presentations before gas associations, 
1952-1953, bibliography of...... 
Telemetering and remote control............. 
Testing and records help determine adequate gas 
odorization rate—Amos H. Abbott 
ee as I Is 25 ok a eh as cove we ns 
Es TI TE 5. in go cis aie osm bs bw scenes 
Tractor-trencher advantages shown by Citizens 
Gas and Coke Utility 
TRUNK, EDWIN F 
I tare cc eistale alas x vad wikis 6a a 
TURNER, CHARLES A., JR 





Underground storage promises uninterrupted 
peak-period service in Chicago 


WuiTtE, BRADForD C. (with Charles T. Chave).. 


Issue 


June 
Oct. 


Jan. 
May 


Oct. 


Oct. 
Oct. 


Jan. 
May 
May 


Mar. 
Sept. 
Sept. 
Jan. 


Dec. 


I 


I 
I 


Pag: 
2% 


13 


16 
29 


13 


145 
9 


21 
69 
47 


19 
14 
16 
16 














